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Whartedale  Rural  District  Council, 


Mr.  Chairman  and  Gentlemen, 


I  beg  to  submit  my  Annual  Report  on  the  Sanitary  Circum¬ 
stances,  the  Sanitary  Administration,  and  the  Vital  Statistics  of 
the  Area  for  year  ended  December  31st,  1938. 

PUBLIC  HEALTH  OFFICERS  OF  THE  WHARFEDALE 
RURAL  DISTRICT  COUNCIL. 

Medical  Officer  of  Health  :  H.  WOLFE,  M.D.,  13. S.,  D.P.FI. 

(part  time) . 


Sanitary  Inspector  and  Surveyor  :  A.  ASHWORTH,  Sanitary 
Inspector’s  Diploma  (whole  time). 

SECTION  A. 

STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA. 


Area  (in  acres)  .  39,379 

Estimate  of  resident  population,  mid- 1938  .  5,278 

Number  of  inhabited  houses  (end  of  1938) 

according  to  Rate  Books  .  1,545 

Rateable  Value  .  £69,281 

Sum  represented  by  a  penny  rate  .  £288 


The  total  population  of  the  area  for  mid-1938  was  ascertained 
by  an  actual  census,  which  was  deemed  necessary  for  Air  Raid 
Precautions  and  the  issue  of  gas  masks.  As  a  result,  the  resident 
population  was  found  to  be  5,278.  In  addition,  at  the  Middleton 
Sanatorium  there  are  388  people  ;  at  Leeds  Education  Committee 
Holiday  Camp,  Nesfield,  143  ;  and  at  Yew  Tree  Farm  Camp, 
Newall- with -Clifton,  16.  The  week-end  dwellers  in  various  town¬ 
ships  amount  to  77,  consequently  the  total  population  amounts  to 
5,902. 

Social  Conditions.  There  have  been  no  new  industries  initiated 
in  the  district,  though  work  has  not  been  so  plentiful  as  in  the 
preceding  year,  there  is  relatively  little  unemployment.  The 
farmer  has  had  to  contend  with  a  dry  spring,  and  an  autumn  par¬ 
ticularly  mild,  whilst  the  summer  was  cold  and  wet.  The  rainfall 
was  above  the  average.  During  the  national  crisis  some  steps  were 
taken  for  the  reception  of  a  number  of  residents  from  the  neigh¬ 
bouring  industrial  towns.  In  my  opinion  the  amount  of  accommo¬ 
dation  available  in  the  district  is  very  limited,  though,  if  necessary, 
camps  could  be  constructed  in  all  the  townships. 


Vital  Statistics. 

Total  M.  F. 

Live  Births  :  Legitimate  .  40  19  21 

Illegitimate  ...  1  1  0 


Birth  Rate  per  1,000  of 
the  estimated  resident 
population,  7.76. 


Still-births 
Deaths  . . , 


Deaths  from  Puerperal  Causes 
General’s  Short  List) : — 


0  0  0 

55  33  22  Death  Rate  per  1,000  of 

the  estimated  resident 
population,  10.42. 

(Headings  29  and  30  of  the  Registrar- 
Deaths 


No.  29.  Puerperal  Sepsis  .  0  Rate  per  1,000  total 

No.  30.  Other  Puerperal  Causes  0  (live  and  still)  births 


Total  0  Nil 


Death  Rate  of  Infants  under  one  year  of  ag6  i — - 

All  infants,  per  1,000  live  births  .  48.78 

Legitimate  infants,  per  1,000  legitimate  live  births  ...  50.00 

Illegitimate  infants,  per  1,000  illegitimate  live  births  00.00 

Deaths  from  Cancer  (all  ages)  .  4 

Deaths  from  Measles  (all  ages)  .  0 

Deaths  from  Whooping  Cough  (all  ages)  .  1 

Deaths  from.  Diarrhoea  (under  2  years  of  age)  .  0 


There  has  been  no  unusual  or  excessive  mortality  during  the  - 
year.  The  death  rate  is  at  a  slightly  higher  figure  than  it  has 
been  for  the  last  few  years. 


Rates — District  Proper — 1900 — 1988. 


Year 

Birth- 

rater 

Death- 

rate. 

Zymotic 

Death- 

rate. 

Tuberculosis 

Death- 

rate. 

Infantile 

Mortality 

per 

1,000  Births. 

1900 

20.72 

12.60 

0.00 

8.11 

81.0 

1901 

19.17 

11.78 

1.90 

0.54 

128.5 

1902 

21.70 

12.73 

2.17 

0.54 

87.5 

1903 

19.57 

12.33 

0.00 

0.80 

123.2 

1904 

20.10 

12.79 

0.00 

0.78 

90.9 

1905 

19.89 

12.14 

0.51 

1.02 

103.8 

1906 

17.12 

9.06 

0.50 

0.50 

102.9 

1907 

16.20 

12.40 

0.75 

0.75 

78.1 

1908 

17.88 

6.80 

0.00 

0.50 

71.2 

1909 

15.75 

9.50 

0.25 

0.50 

36.8 

1910 

16.08 

9.55 

0.25 

1.00 

49.8 

1911 

17.83 

11.71 

1.06 

1.06 

46.5 

1912 

25.26 

12.36 

0.00 

0.80 

51.11 

1913 

14.24 

8.65 

0.50 

5.02 

35.7 

1914 

16.00 

12.50 

0.75 

0.25 

46.8 

1915 

14.46 

9.75 

0.00 

1.24 

17.2 

1916 

13.71 

10.72 

0.24 

0.74 

54.5 

1917 

10.72 

9.22 

0.00 

0.49 

46.4 

1918 

8.97 

11.22 

0.49 

0.49 

194.4 

1919 

11.41 

13.39 

0.06 

0.74 

86.9 

1920 

13.52 

7.24 

0.00 

0.48 

53.5 

1921 

14.75 

9.00 

0.00 

0.00 

67.7 

1922 

14.56 

7.16 

0.00 

0.49 

16.9 

1923 

15.55 

11.72 

0.47 

0.23 

30.7 

1924 

12.50 

7.66 

0.00 

0.74 

29.8 

1925 

14.23 

9.32 

0.00 

0.33 

47.6 

1926 

12.82 

6.95 

0.00 

0.21 

74.0 

1927 

11.26 

7.31 

0.00 

0.39 

92.5 

1928 

14.61 

7.07 

0.00 

0.24 

50.0 

1929 

10.28 

13.55 

0.00 

0.46 

181.8 

1930 

19.73 

8.18 

0.00 

0.22 

90.90 

1931 

13.00 

11.50 

0.25 

0.25 

57.69 

1932 

12.00 

8.00 

0.00 

0.70 

19.60 

1933 

9.60 

9.39 

0.00 

0.00 

74.46 

1934 

8.25 

7.87 

0.00 

0.09 

141.17 

1935 

6,90 

7.63 

0.27 

0.09 

26.84 

1936 

8.69 

9.56 

0.08 

0.34 

29.70 

1937 

7.38 

8.75 

0.16 

0.16 

55.55 

1938 

7.76 

10.42 

1  0.18 

0.75 

48.78 

Table  of  Births,  Deaths,  etc. 


Township 

No.  of 
Houses 

Esti¬ 

mated 

Popu¬ 

lation 

BIRTHS. 

DEATHS 

i 

Death 

rate 

per 

1,000 

Males 

Fe¬ 

males 

Total 

Males 

Fe¬ 

males 

Total 

Arthington  . . . 

128 

500 

0 

0 

0 

2 

2 

4 

8.00 

Askwith 

66 

223 

1 

0 

1 

2 

0 

2 

8.96 

Blubberhouses 

10 

41 

0 

1 

1 

1 

0 

1 

24.39 

Bramhope 

4B3 

1249 

4 

3 

7 

8 

6 

14 

11.20 

Carlton 

36 

108 

0 

0 

0 

1 

0 

1 

9.25 

Castley 

18 

54 

0 

0 

0 

1 

0 

1 

18.57 

Clifton-w- 

Norwood  ... 

60 

186 

0 

2 

2 

1 

2 

3 

16.12 

Denton 

36 

153 

1 

0 

1 

0 

1 

1 

6.53 

Farnley 

43 

171 

0 

0 

0 

0 

0 

0 

0.00 

Fewston 

50 

149 

1 

1 

2 

1 

2 

3 

20.13 

Leathley 

66 

244 

0 

0 

0 

0 

0 

0 

0.00 

Lindley 

14 

52 

0 

1 

1 

0 

0 

0 

0.00 

Middleton 

29 

89 

0 

0 

0 

0 

0 

0 

0.00 

Nesfield-w- 

Langbar  . . . 

o4 

174 

1 

1 

2 

0 

3 

3 

17.24 

Newall-w- 

Clifton 

53 

154 

2 

2 

4 

0 

2 

2 

12.98 

Pool  ... 

367 

1153 

8 

9 

17 

13 

4 

17 

14.74 

Stainburn 

30 

111 

0 

0 

0 

0 

0 

0 

0.00 

Timble  Great 

29 

84 

0 

1 

1 

2 

0 

2 

23.80 

Timble  Little 

3 

13 

0 

0 

0 

0 

0 

0 

0.00 

Weston 

30 

82 

2 

0 

2 

1 

0 

1 

12  19 

Total  Dis¬ 
trict  Proper 

1555 

5278 

20 

21 

41 

33 

22 

55 

10.42 

1  > 

Middleton  Sanatorium 
and  Camps,  etc. 
Total  including  - 

Institutions 

624 

5902 

Deaths  according  to  Age— District  Proper. 


Under 

1-5 

5-15 

15-25 

25-45 

45-65 

Over 

65 

lyear 

years 

years 

years 

years 

years 

years 

Total 

2 

O 

Ju 

1 

2 

12 

9 

27 

55 

Infantile  Mortality — District  Proper. 


Two  Males,  3  days  old. 


Causes  of  Death — District  Proper. 

Headings  of  the  Registrar-General's  Short  List. 

No.  4 — Whooping  Cough  . 

No.  9— Tuberculosis  of  Respiratory  System  . 

No.  13 — Cancer,  Malignant  Disease  . 

No.  15 — Cerebral  Haemorrhage,  etc . 

No.  16 — Heart  Disease  . 

No.  20 — Pneumonia  (all  forms)  . 

No.  24 — Appendicitis  . . 

No.  28 — Acute  and  Chronic  Nephritis  . 

No.  31 — Congenital  Debility  and  Premature  Birth  ... 

No.  33— Suicide  . 

No.  34 — Other  Violence  . 

No.  35 — Other  Defined  Diseases  . 

No.  36 — Causes  ill-defined  or  unknown  . 


1 

4 

4 

12 

15 

2 

1 

3 
2 
1 

4 

5 
1 


Total  ...  55 


There  has  been  no  unusual  or  excessive  mortality  during  the 
year  ;  50%  of  the  deaths  occurred  in  persons  over  65  years  of  age. 

SECTION  B. 

GENERAL  PROVISION  OF  HEALTH  SERVICES 

FOR  THE  AREA. 

There  have  been  no  developments  or  changes  in  the  services 
provided  in  the  area  under  the  following  heads  : — 

(a)  Laboratory  Facilities. 

(b)  Ambulance  Facilities.  Quite  adequate. 

(c)  Nursing  in  the  Home. 

(d)  Treatment  Centres  and  Clinics. 

(e)  Hospitals,  Public  and  Voluntary. 

SECTION  C. 

SANITARY  CIRCUMSTANCES  OF  THE  AREA. 

1.  (i)  Water. 

At  Nesfield,  in  the  early  part  of  the  year,  attempts  were  made 
to  purify  the  water  by  preventing  contamination  of  the  well 
situated  on  the  hillside.  The  interior  of  the  well  was  lined  with 
cement  compo,  and  a  filtering  medium  was  placed  inside  the  well. 
The  roof  of  the  well  was  covered  with  bitumen.  Samples  of  the 
water  taken  after  the  completion  of  this  work  showed  that  the 
bacteriological  content  was  still  too  high  to  be  considered  satis¬ 
factory.  Negotiations  have  been  opened  for  the  supply  of  water 
from  the  Ilkiey  Urban  District.  I  am  of  the  opinion  that  a  new 
water  supply  for  the  village  of  Nesfield  is  essential. 

At  Ne wall- with-Clif ton  samples  have  been  obtained  from  the 
two  separate  supplies  of  water,  and  in  both  cases  the  samples  showed 
evidence  of  pollution.  The  supply  at  Newall  is  from  a  privately- 
owned  reservoir,  which  has  three  separate  sources  of  supply  ;  two 
of  these  sources  are  in  close  contact  with  heavily  manured  land. 
The  owner  was  advised  to  have  them  disconnected.  The  filtering 
tank  has  been  completely  cleaned,  and  new  filtering  material  of 
freshly-washed  sand  and  pebble  is  to  be  placed  on  the  bed  Of  the 
filter  On  the  completion  of  this  work  further  samples  will  be 
obtained  for  bacteriological  and  chemical  examination.  The  other 
supply  is  from  a  pump  in  the  village  of  Clifton..  The  source  of 
pollution  has  not  been  ascertained,  as  there  is  neither  grazing  nor 

manured  land  in  the  vicinity.  _  .  .  . 

At  Denton  the  water  supply  is,  m  the  mam,  quite  satisfactory 
Pqw-  There  is  one  farm  where  the  water  has  beep  tested  op  several 


occasions  and  found  to  be  Unsatisfactory.  Samples  of  water  ve 
been  taken  from  the  existing  supply,  and  also  from  three  springs 
as  possible  alternative  supplies.  The  report  on  all  these  samples 
was  unsatisfactory,  so  that  at  the  present  time  a  satisfactory  alter¬ 
native  supply  has  not  been  found. 


At  Norwood  200  yards  of  £-  inch  and  260  yards  of  £  inch  copper 
pipes  have  been  laid  to  carry  the  Leeds  water  to  Brat  and  Padd'-ek 
harms. 


(ii)  Drainage  and  Sewerage.  At  Arthington  the  drains  serving 
Creskeld  Hall  Farm  and  cottages  have  been  relaid  and  connected 
to  the  new  sewer.  These  drains  had  formerly  discharged  into  the 
Warren  Lane  Sewage  Works,  about  which  complaints  had  been 
received  from  the  West  Riding  Rivers  Board.  At  Bramhope  a 
6  in.  sewer,  885  yards  in  length,  has  been  laid  along  the  Hall  drive, 
for  the  purpose  of  linking  up  the  new  property  in  Staircase  Lane 
and  Hall  Drive  with  the  Council’s  9  in.  sewer  alongside  Coates’ 
Wood.  A  new  4  in.  drain  and  an  additional  w.c.  have  been  installed 
at  “  Moorside,”  Old  Bramhope.  At  the  “  Rowans,”  Bramhope, 
233  yards  of  6  in.  sewer  have  been  laid,  and  each  length  of  sewer 
was  tested  with  smoke  &  found  satisfactory.  In  Eastgate,  Bramhope, 
12  yards  of  6  in.  sewer  have  had  to  be  replaced  owing  to  fractures 
having  been  discovered  in  the  old  sewer.  The  owners  of  Park 
House,  in  Bramhope  Moor  Road,  have  relaid  50  yards  of  4  in. 
drain,  with  four  inspection  chambers.  At  Pool  a  new  4  in.  drain, 
15  yards  in  length,  has  been  laid  in  connection  with  the  conversion 
to  the  water  carriage  system  of  the  privies  at  Bar  House  Row. 
At  Carlton  20  yards  of  4  in.  drain  have  been  laid  to  serve  a  w.c., 
which  has  replaced  a  privy-midden  in  the  Church  House. 


2.  Rivers  and  Streams. 

At  Arthington,  as  already  mentioned,  the  disconnection  of  the 
drains  serving  Creskeld  Hall  Farm  and  cottages  from  the  Warren 
Lane  Sewage  Works  has  removed  a  source  of  pollution  of  the  river 
about  which  complaints  had  been  received  from  the  West  Riding 
Rivers  Board.  At  Askwith  the  Sanitary  Inspector  has  drawn  my 
attention  to  three  separate  pollutions  of  streams  running  into  the 
river.  There  is  at  present  under  consideration  a  sewerage  scheme 
for  Askwith  which  will  effectively  deal  with  these  pollutions.  At 
Nesfield  a  new  drain  was  laid  at  West  Hall  Farm,  discharging  into 
a  gravel  soakaway,  150  feet  from  the  river,  thus  abating  a  former 
pollution  of  the  river.  The  tip  at  Pool  was  the  subject  of  a  com¬ 
plaint  from  the  West  Riding  Rivers  Board,  that  old  tips  were  falling 
into  the  stream.  Steps  were  taken  to  cover  and  protect  the  refuse 
from  being  washed  into  the  river.  At  Middleton  a  stream  was  seen 
to  be  receiving  crude  sewerage  from  a  farm.  This  was  discontinued 
after  a  notice  had  been  served  on  the  farmer. 


3.  (i)  Closet  Accommodation.  Twenty-two-  privy  closets  have 

been  converted  to  the  water  carriage  system.  There  have  been  three 
conversions  at  Arthington,  two  at  Askwith,  one  at  Bramhope,  one 
at  Carlton,  six  at  Farnley,  seven  at  Pool,  and  two  at  Fewston. 


Closet  Accommodation. 

No.  of 

Water 

Dry  Earth 

Open 

District 

Houses. 

Closets. 

Closets. 

Middens. 

Arthington  . 

128 

65 

70 

2 

Bramhope  . 

433 

435 

2 

D 

Carlton  . 

36 

29 

7 

5 

Pool  . 

367 

469 

10 

2 

(ii)  Public  Cleansing.  There  have  been  no  changes  or 
extensions  during  the  year. 

(iii)  Sanitary  Inspection  of  the  Area.  The  Report  by  the 
Sanitary  Inspector,  under  Article  27  (18)  of  the  Sanitary  Officers' 
(Outside  London)  Regulations,  1935,  follows  at  the  end  of  my 
Report. 

(iv)  Shops  and  Offices.  No  action  has  been  deemed  necessary 
under  the  Shops  Act,  1934,  with  regard  to  temperature,  ventilation, 
and  sanitary  conveniences. 

(v)  Camping  Sites. 

(1)  There  are  three  sites  in  the  area  which  have  been  used  for 
camping  purposes  in  1938,  viz.,  the  Leeds  Education  Committee 
Holiday  Camp  at  Nesfteld,  Yew  Tree  Farm  at  Ne wall- with -Clift on, 
and  Milton  Farm,  Bramhope. 

(2)  Two'  licences  have  been  issued  under  Section  269  of  the 
Public  Health  Act,  1936,  for  the  purpose  of  permitting  land  to  be 
used  as  camping  grounds. 

(3)  The  maximum  number  of  campers  resident  in  the  area  at 
one  time  during  the  summer  of  1938  was  171,  made  up  as  follows  : 
At  the  Leeds  Education  Committee  Holiday  Camp,  Nesfield,  143  ; 
Yew  Tree  Farm,  Newall-with-Clifton,  16  ;  Milton  Farm,  Bramhope, 

12. 

(vi)  Smoke  Abatement.  No  action  has  been  necessary  with 
regard  to  the  abatement  of  nuisance  from  smoke  in  the  area. 

(vii)  Swimming  Baths  and  Pools.  There  are  neither  public 
nor  privately-owned  swimming  baths  or  pools  open  to  the  public 
in  the  area. 

(viii)  Eradication  of  Bed  Bugs. 

(1)  There  have  been  no  houses  reported  to  be  infested. 

(2)  Arrangements  have  been  made  with  the  Wharfedale  Joint 
Isolation  Hospital  Board  to  disinfect  bedding  and  clothing  in  the 
sterilisers  at  the  Hospital. 

4.  Schools. 

There  are  eight  Public  Elementary  Schools  in  the  area.  The 
sanitary  condition  and  water  supply  of  each  one  of  these  have  been 
reported  as  satisfactory.  There  were  no  schools  closed  during  the 
year  for  outbreaks  of  epidemic  diseases. 

SECTION  D. 

HOUSING. 

1.  Inspection  of  Dwelling-houses  during  the  Year  : — 

(1)  (a)  Total  number  of  dwelling-houses  inspected  for 

housing  defects  (under  Public  Health  or  Housing 

Acts)  .  125 

(b)  Number  of  inspections  made  for  the  purpose  ...  232 

(2)  (a)  Number  of  dwelling-houses  (included  under  sub¬ 

head  (1)  above  which  were  inspected  and 


recorded  under  the  Housing  Consolidated  Regu¬ 
lations,  1925  and  1932  .  86 

(b)  Number  of  inspections  made  for  the  purpose  ...  145 

(3)  Number  of  dwelling-houses  found  to  be  in  a  state 

so  dangerous  or  injurious  to  health  as  to  be 
unfit  for  human  habitation  .  4 

(4)  Number  of  dwelling-houses  (exclusive  of  those 

referred  to  under  the  preceding  sub-head)  found 
not  to  be  in  all  respects  reasonably  fit  for  human 
habitation  . 61 


2.  Remedy  of  Defects  during  the  Year  without  Service  of 

Formal  Notices  : — 

Number  of  defective  dwelling-houses  rendered  fit  in  con¬ 
sequence  of  informal  action  by  the  Local  Authority 
or  their  Officers  .  36 

3.  Action  under  Statutory  Powers  during  the  Year  : — 

(a)  Proceedings  under  Sections  9,  10  and  16  of  the 


Housing  Act,  1936  : — 

(1)  Number  of  dwelling-houses  in  respect  of  which 

notices  were  served  requiring  repairs  .  11 

(2)  Number  of  dwelling-houses  which  were  rendered 
fit  after  service  of  formal  notices  : — 

(a)  By  Owners  . f .  7 

(b) By  Local  Authority  in  default  of  Owners  ...  — 

Hi)  Proceedings  under  Public  Health  Acts  : — 


(1)  Number  of  dwelling-houses  in  respect  of  which 
notices  were  served  requiring  defects  to  be 


remedied  . . . .  14 

(2)  Number  of  dwelling-houses  in  which  defects  were 
remedied  after  service  of  formal  notices 

(a)  By  Owners  . . .  9 

(b)  By  Local  Authority  in  default  of  Owners  ...  — 


(c)  Proceedings  under  Sections  11  and  13  of  the  Housing 


Act,  1936  : — 

(1)  Number  of  dwelling-houses  in  respect  of  which 

Demolition  Orders  were  made  . . .  4 

(2)  Number  of  dwelling-houses  demolished  in  pur¬ 
suance  of  Demolition  Orders  .  4 

(d)  Proceedings  under  Section  12  of  the  Housing  Act, 

1936  : — 

( 1 )  Number  of  separate  tenements  or  underground 


rooms  in  respect  of  which  Closing  Orders  were 

made  . . 

(2)  Number  of  separate  tenements  or  underground 
rooms  in  respect  of  which  Closing  Orders  were 
determined,  the  tenement  or  room  having  been 
rendered  fit  . 

4.  Housing  Act,  1936—  Part  IV — Overcrowding  : — 

(a)  (i)  Number  of  dwellings  overcrowded  at  the  end 

of  the  year  . 

(ii)  Number  of  families  dwelling  therein  . 

(iii)  Number  of  persons  dwelling  therein  . 

(b)  Number  of  new  cases  of  overcrowding  reported 


during  the  year  .  1 

(c)  (i)  Number  of  cases  of  overcrowding  relieved 

during  the  year  .  2 

(ii)  Number  of  persons  concerned  in  such  cases  ...  15 


(d)  Particulars  of  any  cases  in  which  dwelling-houses 


have  again  becom^  overcrowded  after  the  Local 
Authority  have  taken  steps  for  the  abatement  of 


overcrowding  . . .  Nil 

(o)  Any  other  particulars  with  respect  to  overcrowding 
conditions  upon  which  the  Medical  Officer  of  Health 
may  consider  it  desirable  to  report  .  Nil 

SECTION  E. 

INSPECTION  AND  SUPERVISION  OF  FOOD. 


(a)  Milk  Supply.  There  were  305  inspections  of  farms  and 
dairies  made  during  the  year,  and  133  samples  of  milk  were  ob¬ 
tained,  for  the  purpose  of  estimating  the  bacterial  content,  and  tor 
detecting  the  presence  of  tubercle  bacilli.  The  large  majority  of 
these  samples  Were  found  to  be  satisfactory,  and  the  general 
condition  of  the  farms  and  cowsheds  have,  in  the  main,  conformed 
to  the  standard  required  from  milk-producers. 

(b)  Meat  and  Other  Foods.  There  are  five  slaughterhouses  in 
the  area.  These  have  been  regularly  visited  by  the  Inspector,  who 
has  had  cause  to  complain  of  the  irregular  hours  of  slaughtering 
at  one  of  these  houses,  and  in  another  of  the  nuisance  caused  by 
the  boiling  of  offal. 


Carcases  Inspected  and  Condemned. 


Cattle. 

Cows 
included 
in  first 
column 

Calves. 

Sheep 

and 

Lambs. 

Pig-- 

Number  killed  (if  known) 

329 

0 

34 

1137 

180 

Number  Inspected  . 

216 

0 

26 

852 

120 

All  Diseases  except  Tuber¬ 
culosis. 

Whole  carcases  condemned 

Carcases  of  which  some 
part  or  organ  was  con¬ 
demned  . 

Percentage  of  the  number 
inspected  affected  with 
disease  other  than  tuber¬ 
culosis  . 

0 

0 

0 

0 

1 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0,83°/ 

1  0 

Tuberculosis  only. 

Whole  carcases  condemned 

Carcases  of  which  some 
part  or  organ  was  con¬ 
demned  . 

Percentage  of  the  number 
inspected  affected  with 
tuberculosis  . . . 

0 

0 

0 

0 

0 

4 

Amuunti  njf  to 
about  2  whole 
carcases 

0 

0 

0 

0 

0.81% 

0 

0 

0 

0 

(c)  Adulteration,  etc.  The  County  Authority  is  responsible 
for  the  administration  of  these  Acts. 


(d)  Chemical  and  Bacteriological  Examination  of  Food. 

Performed  at  the  County  Laboratories  at  Wakefield. 

Galley  THREE 

(e)  Nutrition.  During  Health  Week,  in  the  first  week  of 
October,  lectures  were  given  at  the  Public  Elementary  Schools  on 
food  values. 

(f)  Shell-fish  (Molluscan).  There  are  no  shell-fish  beds  &r 
layings  in  the  area. 

SECTION  F. 

PREVALENCE  OF,  AND  CONTROL  OVER,  INFECTIOUS 

AND  OTHER  DISEASES. 

There  were  twenty-six  cases  of  infectious  disease  notified  during 
the  year,  as  compared  with  forty  cases  in  1937.  This  small  number  of 
notified  cases  is  noteworthy  inasmuch  as  there  have  been  outbreaks  of 
epidemic  disease  in  neighbouring  towns.  The  notified  diseases  were 
Scarlet  Fever,  ten  cases  ;  Diphtheria,  three  cases  ;  Pneumonia,  two 
cases  ;  Pulmonary  Tuberculosis,  seven  cases  ;  Non-Reepiratory 
Tuberculosis,  four  cases.  The  non-notifiable  acute  infectious 
diseases  have  been  less  prevalent  in  1938  than  in  preceding  years, 
and  the  winter  influenza  was  of  a  mild  type.  In  the  autumn  the 
township  of  Clifton  had  an  epidemic  of  whooping  cough,  with  one 
fatal  case.  Under  the  directions  of  the  County  Authority,  a  large 
number  of  the  children  attending  the  Public  Elementary  Schools 
have  been  immunised.  The  immunising  agent  was  T.A.F.  (13.W. 
and  Co.). 


Notifiable  Diseases  (other  man  Tuberculosis)  during 

the  Year  1938. 


Disease. 

Total  Cases 
Notified . 

C  ases 
Admitted 
to  Hospital. 

Total  Deaths. 

Scarlet  Fever . 

10 

10 

0 

Diphtheria  . 

3 

3 

0 

Pneumonia  . 

2 

0 

2 

Notified  Cases 

under  the  following 

Age 

Groups. 

Un- 

(S5 

der 

an  d 

Disease. 

1  yr. 

1- 

2- 

Q 

4- 

5— 

10- 

1 5- 

20- 

35— 

45- 

over 

Scarlet  Fever... 

0 

0 

0 

0 

0 

3 

3 

1 

2 

1 

0 

0 

Diphtheria  . 

0 

0 

© 

0 

0 

0 

2 

0 

1 

0 

0 

0 

Pneumonia 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

1 

0 

Prevention  of  Blindness. 

The  County  Authority  have  arranged  that  necessitous  persons 
resident  in  the  area  who  are  suffering  from  disease  or  injury  tQ 


{he  eye,  should  have  specialist  treatment  made  readily  available  fof 
them. 

Tuberculosis. 

There  have  been  no  cases  of  tuberculosis  notified  which 
•'required  action  to  be  taken  under  the  Public  Health  (Prevention 
of  Tuberculosis)  Regulations,  1925,  or  under  Section  172  of  the 
Public  Health  Act,  1936.  Six  out  of  the  seven  cases  of  respiratory 
tuberculosis  notified,  entered  a  sanatorium  shortly  after  the  receipt 
of  the  notification. 


Tuberculosis. 

New  Cases  and  Mortality  during  1938. 

New  C 

ases. 

Deaths. 

Age 

Non- 

Non- 

Periods. 

Respiratory. 

Respiratory. 

Respiratory. 

Respiratory. 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

0- 

0 

0 

0 

1 

0 

0 

0 

0 

1- 

0 

0 

0 

0 

1 

0 

0 

0 

5- 

0 

0 

0 

0 

0 

0 

0 

0 

15- 

1 

1 

0 

1 

0 

1 

0 

0 

25- 

0 

2 

0 

1 

0 

1 

0 

0 

35- 

0 

2 

1 

0 

9 

1 

0 

0 

45- 

1 

0 

0 

0 

0 

0 

0 

0 

55- 

0 

0 

0 

0 

0 

0 

0 

0 

FACTORIES  ACT,  1937. 

The  factories  situated  in  this  area  are  as  follows 

5 


Blacksmiths 
Joiners 
Sawmills 
Cornmills 
Wheelwrights 
Plumbers 
Garages 
Cobblers 
Paper  Mills 
Quarries 


6 

2 

2 

2 

1 

5 

2 

1 

2 


All  the  premises  have  been  visited  during  the  year,  and  the 
total  number  of  inspections  is  thirty-four. 

The  conditions  as  regards  cleanliness,  ventilation,  air  space, 
sanitary  accommodation,  and  drainage  of  floors  are,  in  the  main, 
satisfactory,  and  only  in  one  instance  has  action  been  necessary, 
and  this  was  at  one  of  the  quarries,  where  a  more  sanitary  con¬ 
venience  has  been  provided. 

There  is  not  any  out-work  performed  in  the  district. 

The  Report  of  the  Sanitary  Inspector  follows. 

During  the  year  it  has  been  necessary  to'  devote  a  great  deal 
of  time  to  A.R.P.  work,  in  which  I  have  received  invaluable 
assistance  from  the  Chairman,  Members  of  the  Council,  and  my 
colleagues  on  the  Staff.  My  grateful  thanks  are  tendered  to  one 
and  all. 

I  am,  Gentlemen, 

Your  obedient  servant, 

Id.  WOLFE,  M.D.,  B.S.,  D.P.IL 


February,  1939. 


Whartedale  Rural  District  Council. 


Rural  Council  Offices, 

Boroughgate. 

Otley. 

February,  1939. 

Mr.  Chairman  and  Members, 

I  beg  to  submit  my  Thirteenth  Annual  Report  upon  the  Sanitary 
Work  carried  out  in  your  district  during  the  year  ended  December 
31st,  1938. 

At  the  commencement  of  the  year  there  was  one  case  of  over¬ 
crowding  still  requiring  attention,  and  this  has  been  remedied  by 
the  removal  of  one  of  the  occupants. 

During  the  year,  by  reason  of  one  of  the  children  in  a  house 
at  Pool  attaining  the  age  of  ten,  and  therefore  being  counted  as 
a  whole  person,  there  was  a  further  case  of  overcrowding,  but  this 
was  dealt  with  almost  immediately  by  the  removal  of  the  family 
into  one  of  the  Council’s  houses  in  Wharfe  Crescent,  and  at  the 
end  of  1938  it  is  pleasing  to  be  able  to  report  that  there  were  not 
any  cases  outstanding. 

Building  has  not  been  carried  on  this  year  to  the  same  extent 
as  in  1937,  51  houses  having  been  erected  during  the  year,  as 
against  81  last  year,  but  development  is  still  proceeding,  especially 
in  Bramhope,  where  building  has  re-commenced  on  the  Golden  Acre 
Estate. 

On  the  Sycamores  Estate  houses  are  being  erected  fairly  rapidly, 
and  if  the  present  rate  of  progress  is  maintained  the  land  will 
quickly  be  built  up. 

In  Arthington  progress  is  not  quite  as  rapid,  although  the 
houses  which  are  being  erected  there  are  of  a  very  good  type,  and 
the  area  is  definitely  residential. 

The  development  at  Nesfield,  foreshadowed  in  my  last  Report, 
has  not  materialised,  possibly  owing  to  the  rather  heavy  cost  which 
will  be  entailed  in  the  provision  of  sewers  and  an  adequate  suppty 
of  water. 

At  the  close  of  1937  there  were  ten  nuisances  still  outstanding, 
and  these,  together  with  a  further  198,  have  been  remedied  during 
the  year.  At  the  end  of  1938  there  were  21  nuisances  still  requiring 
attention. 

Arthington. 

Owing  to  the  transfer,  in  1937,  of  a  portion  of  this  township 
to  Bramhope,  development  is  not  now  so  rapid,  and  during  this 
year  very  little  progress  has  been  made.  The  new  houses  are  of  a 
very  good  type,  and  it  is  probably  on  account  of  the  unsettled 
state  of  the  country  that  more  have  not  been  built. 

It  is  regretted  that  the  property  erected,  and  in  course  of 
erection  bn  the  High  Ridge  Estate,  is  not  linked  up  with  a  proper 
sewage  scheme,  but  until  the  Leeds  sewer  is  brought  within  easy 
distance  of  this  land  there  is  little  hope  of  it  being  connected  to 
the  scheme  recently  provided  by  this  Authority,  and  the  present 
method  of  treatment  must,  therefore,  continue.  There  have  not  yet 
been  any  complaints,  and  it  is  hoped  that  the  system  will  continue 
to  be  reasonably  satisfactory. 

The  nuisance  at  Warren  Lane,  caused  by  the  discharge  into  the 
stream  of  liquid  manure,  has  now  been  abated  by  the  re-laying  of 
the  draifls  serving  Creskeld  Hall  Farm  and  their  connection,  to  the 
Council’s  outfall  sewer,  and  the  use  of  the  liquid  manure  tank, 


into  which  the  drains  previously  discharged,  has  now  been  discon¬ 
tinued. 

The  privately-owned  sewage  works  are  now  only  treating 
sewage  from  three  cottages,  and  are  quite  adequate  to  deal  with 
this  small  quantity. 

Two  privy  middens,  serving  property  in  Harewood  Road,  have 
been  converted  to  the  water  carriage  system,  and  the  drains  which 
were  defective  have  been  re-laid  and  connected  to  the  Council’s 
scheme. 

The  privy  serving  one  of  the  bungalow's  in  Harewood  Road 
has  also  been  converted  to  the  water  carriage  system. 

The  services  in  this  township  are  very  satisfactory.  The  old, 
or  Harewood  Road  portion  of  the  district,  is  served  by  a  private 
water  supply  and  sewage  system,  and  the  remainder  drains  into  the 
Council’s  sewer,  which  discharges  into  the  Pool  Works,  and  receives 
a  good  supply  of  water  from  the  Leeds  Corporation. 

Gas  and  electricity  are  available,  and  the  whole  of  the  township 
is  scavenged. 

Askwith. 

The  water  scheme  provided  for  this  township  continues  to  give 
satisfaction,  and  it  is  gratifying  to  report  that  consumption  is  still 
very  reasonable,  probably  because  of  the  installation  of  meters. 

The  pump  house  is  periodically  inspected  by  a  representative 
of  the  Insurance  Company,  and  at  his  request  the  cylindrical  water 
tank  has  been  painted  with  bituminous  paint  in  order  to  prevent 
corrosion. 

The  question  of  a  satisfactory  system  of  sewerage  in  this  town¬ 
ship  is  still  outstanding.  A  scheme  has  been  prepared  and  sub¬ 
mitted  to  the  Ratepayers,  who  are  not  in  favour  of  the  proposal 
on  account  of  the  heavy  cost. 

The  scheme  has  now  been  sent  to  the  Ministry  for  approval, 
and,  if  the  reply  is  favourable,  several  nuisances  will  be  abated. 

Now  that  an  adequate  supply  of  water  is  available,  several 
owners  of  property  are  desirous  of  installing  baths  and  sanitary 
conveniences,  but,  until  the  sewerage  system  is  satisfactory,  this 
cannot  be  done.  In  bne  instance,  water  closets  have  alreadv  been 
fixed,  but,  pending  the  laying  of  the  proposed  sewer,  are  not  being 
used. 

Bramhope. 

This  township  continues  to  develop,  and  during  the  year  43 
houses  have  been  erected. 

There  is  still  plenty  of  very  desirable  building  land  available, 
and  development  will  continue  for  some  time. 

The  laying  of  a  6  in.  sewer  in  Hall  Drive,  and  the  linking  up 
of  this  with  the  Council’s  sewer  near  Coates  Wood,  has  removed 
four  temporary  septic  tanks,  which  were  provided  for  new  houses 
prior  to  the  completion  of  this  sewer. 

Further  sewer  extensions  have  been  carried  out  in  order  to 
meet  the  demands  of  development  in  various  parts  of  this  town¬ 
ship,  and  are  set  out  in  detail  under  the  appropriate  heading. 

For  some  time  the  sewer  along  Kings  Road  had  been  taking  a 
large  amount  of  surface  water,  and  this  has  now  been  remedied  by 
taking  up  and  re-laying  several  of  the  pipes  between  the  two  shops 
on  the  Leeds  Road  and  the  first  house  in  Kings  Road.  A  land 
tile  drain  has  also  been  laid  alongside  the  sewer  in  order  to  carrv 
to  the  stream  the  water  which  was  found  to  be  springing  through 
the  sides  of  the  sewer  trench. 

The  one  remaining  septic  tank  in  The  Sycamores  has  now  been 
abolished,  and  the  drains  connected  to  the  sewer  at  the  rear  of  the 


property.  The  work  was  not  carried  out  previously  owing  to  the 
premises  being  unoccupied,  but  immediately  the  dwelling  was 
tenanted  the  owner  requested  me  to  arrange  fbr  the  work  to  be 
carried  out. 

The  6  in.  sewer  in  Old  Bramhope  Lane  has  again  been  extended 
in  order  to  serve  a  house  in  course  of  erection  ;  the  work  was 
carried  out  by  the  Council,  but  the  cost  has  been  repaid  by  the 
builder. 

The  refuse  tip  has  caused  some  annoyance  during  the  year,  and 
has  been  on  fire  on  several  occasions.  The  question  of  making  a 
bye-law  dealing  with  unlawful  disturbance  of  the  tip  was  con¬ 
sidered,  but  it  was  decided  that  the  power  contained  in  Section 
76,  Sub-Section  (3)  (b)  of  the  Public  Health  Act,  1936,  was 

sufficient,  and  a  bye-law  was  not  adopted. 

Considerable  difficulty  has  been  experienced  in  dealing  with 
rats  on  the  tip,  but  after  continuous  baiting  the  pests  have  been 
extinguished,  although  poison  is  still  laid  each  week  in  order  to 
prevent  a  recurrence  of  the  trouble. 

A  new  fish  frying  establishment  has  been  opened  in  one  of 
the  new  shops  at  The  Cross,  and  application  to  use  the  premises 
for  this  purpose  was  made  to  the  Council,  but  as  fish  frying  has 
not  been  declared  an  offensive  trade  in  our  area,  the  Council  had 
no  jurisdiction  in  the  matter. 

A  privy  midden  at  Croft  Farm  has  been  converted  to  the  water 
carriage  system,  the  drains  from  which  are  connected  to  the  Council’s 
sewer. 

Several  times  during  the  year  the  sewer  in  Eastgate  has  been 
obstructed  and  sewage  burst  through  the  surface  of  the  road. 
Workmen  were,  therefore,  engaged  to  open  up  the  sewer,  when  it 
was  found  that  as  the  pipes  were  only  18  in.  below  the 
road  level,  several  of  them  were  broken  ;  12  yards  of  new  pipes 
were  laid,  and,  in  order  to  prevent  a  recurrence  of  the  trouble,  they 
were  surrounded  with  6  in.  of  concrete. 

The  small  sewage  works  at  the  Camp  Plantation  reouire  regular 
attention  to  keep  the  effluent  satisfactory  prior  to  its  discharge  into 
the  stream,  as  they  are  taxed  to  their  fullest  capacity. 

The  sewage  works  attendant  visits  the  works  each  week,  and 
there  has  not  been  any  complaint  from  the  Rivers  Board  Inspector. 

A  licence  has  been  granted  for  the  use  of  land  at  Milton  Farm 
as  a  camping  site. 

The  township  is  efficiently  sewered  ;  gas  and:  water  are  suonlied 
by  the  Leeds  Corporation  ;  electricity  is  available  ;  and  the 
scavenging  is  dealt  with  by  the  Council. 

Clifton-with-Norwood. 

In  my  last  Report,  reference  was  made  to  the  inadequacy  of 
the  water  supply  to  Brat  and  Paddock  Hill  Farms,  and  the  matter 
has  now  received  the  attention  of  the  owners,  who  have  had  the 
premises  connected  to  the  mains  laid  by  the  Leeds  Corporation  in 

1936. 

After  removal  to  hospital  of  a  case  of  scarlet  fever  from  Watson 
Lane  Farm,  investigations  were  made  as  to  the  water  suoply,  when 
it  was  found  that,  instead  of  using  the  water  recently  laid  on 
from  the  mains  of  the  Leeds  Corporation,  the  occupants  were  ob¬ 
taining  their  drinking  water  from  a  lead  pump  in  the  farm  vard, 
which,  upon  analysis,  was  found  to  contain  a  dangerous  amount 
of  lead.  I  therefore  requested  that  the  supply  from  the  pumn  be 
discontinued,  and  that  the  Leeds  water  only  be  used  for  drinking 
purposes. 

A  few  months  ago  I  received  a  report  from  a  medical  practitioner 


in  Harrogate  that  one  of  the  persons  residing  at  this  farm  was 
suffering  from  lead  poisoning,  and  suggesting  a  chemical  analysis 
of  the  Leeds  water.  I  am  pleased  to  report  that  this  was  found 
to  be  quite  satisfactory. 

Denton. 

On  the  whole,  the  water  supply  to  this  village  is  now  satis¬ 
factory,  and  several  of  the  properties  now  obtain  a  supply  from 
the  Otley  mains.  During  the  year  a  supply  from  this  source  has 
been  laid  on  to  Pear  Tree  Cottage,  and  the  polluted  supply  serving 
the  stone  drinking  fountain  in  the  centre  of  the  village  has  been 
cut  off. 

The  water  supply  to  one  of  the  farms  in  this  district  was  found 
to  be  polluted,  and  several  attempts  have  been  made  by  the  owners 
to  remedy  the  matter,  and  it  is  hoped  that  the  supply  will  now 
be  satisfactory. 

Two  cottages  in  this  township  were  found  to  be  in  a  very 
damp  conditiom  and  work  which,  it  is  hoped,  will  remedy  the 
matter  is  now  being  carried  out. 

Farnley. 

During  the  year  six  privies  have  been  converted  to  the  water 
carriage  system  at  The  Square,  Farnley.  The  privies  were  structurally 
satisfactory,  and  the  work  was  carried  out  voluntarily  by  the 
owners. 

Leathley. 

It  will  be  observed,  under  the  heading  “  Water  Main 
Extensions,”  that  over  a  thousand  yards  of  new  pipes  have  been 
laid  in  this  township  The  village  formerly  received  an  unfiltered 
supply  of  water  from  Leeds,  and  this  work  has  been  carried  out  in 
order  to  provide  filtered  water  from  the  Pool  Bank  Reservoir,  which 
is  fed  by  a  9  in.  main  from  the  Leeds  Filter  Beds  at  Headingley. 

Two  cottages  at  Church  Fold  have  undergone  complete  renova¬ 
tion,  in  response  to  the  requirements  of  Notices  served  under  the 
Housing  Acts. 

In  accordance  with  a  bye-law  made  by  the  County  Council,  two 
notice  boards,  warning,  cyclists  that  it  is  an  offence  to  cycle  along 
the  footpath  from  Bindley  Bridge  to  Leathley  Corn  Mill,  have  been 
fixed. 

Nesfield-with-Langbar. 

The  water  supply  to  this  village  is  still  unsatisfactory,  although 
further  work,  in  accordance  with  the  suggestions  of  the  County 
Pathologist  and  County  Inspector,  has  been  carried  out  during  the 
year. 

It  has,  therefore,  been  decided  to  obtain  a  supply  from  the 
mains  of  the  Ilkley  Council.  Terms  have  been  arranged  with  the 
new  owner  of  Nesheld  Court,  and  a  supply  will  be  taken  from  the 
main  to  his  property,  which  is  served  from  the  Ilkley  Reservoir  ; 
terms  have  also  been  arranged  with  the  Ilkley  Council. 

Three  schemes  have  been  prepared  and  submitted  to  the  rate¬ 
payers,  and  it  has  been  decided  to  obtain  tenders  for  the  most 
comprehensive  of  the  three,  which  allows  for  the  laying  of  a  1  in. 
copper  service  pipe  from  the  3  in.  main  in  the  drive  to  Nesfield 
Court,  and  thence  through  the  village  to  a  point  opposite  Scarr 
Farm  Cottage  ;  this  will  serve  the  whole  of  this  small  hamlet  of 
houses. 

In  order  to  treat  crude  sewage  which  was  being  discharged 
into  the  wood  adjoining  the  stream  at  High  Austby,  and  causing 
a  nuisance,  a  properly-constructed  septic  tank  and  filter  have  been 
provided,  the  effluent  from  which  is  quite  satisfactory. 

It  was  found  that  sewage  was  polluting  the  stream  adjoining 


the  Leeds  School  Camp,  and  in  order  to  purify  the  effluent  froth 
the  tank  which  serves  the  camp,  a  bacteria  bed  has  been  provided, 
tnrougn  which  the  sewage  is  treated  prior  to  its  discharge  into  the 
stream. 

ine  water  supply  to  the  Camp,  although  pure,  was  found  to 
be  inadequate,  and  further  springs  were  located  and  connected  to 
an  additional  storage  tank,  and  there  is  now  an  abundant  supply. 

Because  of  complaints  respecting  the  deposit  of  litter  on  the 
Dene,  a  notice  board  has  been  fixed  warning  the  public  that  this 
practice  is  an  offence. 

The  township  is  scavenged,  and  the  new  contractor,  who  has 
only  been  in  office  during  the  last  three  months  of  the  year, 
provides  his  own  tip. 

Newall-with-Clifton. 

Several  samples  of  water  have  been  taken  from  this  township, 
most  of  which  have  been  shown  by  analysis  to  be  unsatisfactory  ; 
only  in  one  instance  was  the  analyst’s  report  satisfactory,  and  this 
was  taken  from  one  of  the  sources  of  supply  to  the  reservoir  which 
is  privately  owned. 

Work  is  at  present  being  carried  out  to  try  and  purify  the 
various  supplies,  details  of  which  aie  set  out  under  “  Water  Main 
Extensions. 

The  drains  serving  six  houses  at  Westroyd,  which  previously 
discharged  sewage  on  to  the  surface  of  an  adjoining  held,  have  now 
been  connected  to  the  public  sewer  in  Newall  Carr  Road. 

The  whole  of  the  cottages  in  the  village  have  been  inspected 
under  the  Housing  Acts,  and  in  several  instances  notices  requiring 
repairs  have  been  served  upon  the  owners. 

The  township  is  scavenged  under  the  direction  of  the  Parish 
Council,  but  I  am  not  satisfied  that  the  work  is  being  carried  out 
at  regular  intervals,  as  accumulations  of  house  refuse  and  the 
insanitary  condition  of  privies  have  often  been  noted. 

A  licence  has  been  granted  for  the  use  of  land  at  Yew  Tree 
Farm  as  a  camping  site. 

Pool. 

There  has  been  little  progress  in  this  township,  only  two  houses 
having  been  erected  during  the  year,  and  these  are  agricultural 
dwellings  in  respect  of  which  the  owner  will  receive  financial 
assistance  under  the  Housing  (Financial  Provisions)  Act,  1938. 

The  Government  Subsidy  in  respect  of  this  type  of  dwelling 
is  very  encouraging,  and  I  am  surprised  that  estate  agents  and 
farmers  do  not  take  advantage  of  it. 

At  the  beginning  of  the  year,  an  additional  manhole  was  built 
on  the  sewer  between  the  junction,  of  Pool  Bank  with  Arthington 
Lane  and  the  Joiner’s  Shop.  This  was  necessary  owing  to  the 
constant  obstruction  of  the  sewer  due  to  lack  of  fall,  which  allowed 
the  sewer  to  become  sluggish  and  then  blocked. 

During  the  year  seven  privies  have  been  converted  to  the  water 
carriage  system,  and  there  are  now  only  two  privies  remaining  in 
this  township. 

Owing  to  the  dilapidated  and  insanitary  condition  of  four 
wooden  bungalows  at  Pool  Bank,  notices  were  served  on  the  owner 
and  agents,  requiring  their  demolition  ;  the  work  has  now  been 
carried  out,  and  eight  new  dwellings  are  being  provided  on  the 
same  site. 

Three  cottages  at  Pool  Bank,  and  property  at  Sandy  Lobby, 
have  undergone  housing  repairs,  and  are  now  in  a  satisfactory 
condition. 

In  order  to  prevent  the  discharge  of  sewage  on  to  the  surface 


of  the  land,  a  new  drain  has  been  laid  to  take  away  the  overflow 
from  the  septic  tank  serving  Far  Row,  Pool  Old  Bank. 

Owing  to  flooding  in  stormy  weather,  an  anti-flooding  trap  has 
been  fixed  on  the  drain  serving  the  joiner's  shop  in  Arthington 
Lane. 

The  Council's  tip  in  Mill  Lane  is  now  almost  full,  and  efforts 
are  being  made  to  find  a  suitable  alternative  site. 

A  great  deal  of  trouble  has  been  experienced  during  the  year 
owing  to  outbreaks  of  fire  due  to  internal  combustion,  and  work¬ 
men  have  several  times  been  compelled  to  spend  days  in  pumping 
water  on  to  the  tip  in  order  to  extinguish  the  fire. 

The  sewage  works  continue  to  function  satisfactorily,  and  by 
the  raising  of  the  discharge  pipe  it  has  been  possible  to  treat  a 
large  amount  of  sewage  on  the  triangular  bed,  which,  formerly, 
was  used  for  storm  water  only. 

The  effluent  discharged  into  the  river  has  been  very  satisfactory, 
and  it  has  not  been  necessary  for  the  Inspector  of  the  West  Riding 
Rivers  Board  to  make  any  suggestions  or  complaints. 

The  township  is  efficiently  sewered,  has  an  adequate  supply  of 
water  from  private  sources  and  from  the  mains  of  the  Leeds  Cor¬ 
poration,  a  supply  of  electricity  is  available,  and  the  Council  arrange 
for  the  removal  of  house  refuse. 

FACTORIES  ACT,  1937. 

Under  this  new  Act  all  premises  in  which  two  or  more  persons 
are  employed,  and  which  formerly  were  known  as  Workshops,  are 
now  designated  “  Factories,”  and  the  term  ”  Workshops  ”  is  no 
longer  used. 

All  premises  have  been  inspected  during  the  year,  and  alto¬ 
gether  34  inspections  have  been  made. 

The  premises  generally  are  in  good  sanitary  condition,  and  in 
one  instance  only  has  it  been  necessary  for  me  to  report  unsatis¬ 
factorily  ;  this  was  in  respect  of  the  inadequacy  of  the  sanitary 
convenience  serving  the  quarry  at  Arthington,  and  the  matter 
received  immediate  attention. 

There  is  only  one  mill  chimney  in  the  district,  and  this  can 
be  seen  for  miies  around,  and  never  on  any  occasion  have  I  seen 
black  smoke  being  emitted. 

I  am  pleased  to  report  that  it  has  not  been  necessary  for  H.M. 
Inspector  of  Factories  to  complain  in  any  instance 

SL  AUGHT  E  RHOUSES . 

The  number  of  slaughterhouses  in  the  district  is  the  same  as 
last  year,  and  they  are  situate  as  follows  : — 

Bramhope  ...  •  ...  ...  ...  1 

Pool  .  1 

Langbar  ...  ...  ...  ...  2 

Norwood  ...  ...  ...  ...  1 

Early  in  the  year  a  wholesale  and  retail  butcher,  resident  in 
Otley,  commenced  killing  at  the  Bramhope  Slaughterhouse  and,  as 
will  be  seen  by  reference  to  the  table  of  carcases  inspected,  etc., 
set  out  in  the  Medical  Officer’s  Report,  the  number  of  animals 
slaughtered  has  greatly  increased. 

It  has  been  necessary,  on  one  or  two  occasions,  to  report  noon 
a  nuisance  caused  by  the  burning  of  offal  in  the  boilerhouse  lire, 
and  the  smell  emanating  from  a  long-standing  accumulation  of 
slaughterhouse  offal,  and  these  undesirable  practices  have  now  been 
discontinued. 

Owing  to  the  uneven  and  insanitary  condition  of  the  sheep 
lair  at  these  premises,  notice  was  served  upon  the  owner  requiring 
the  laying  of  a  concrete  floor,  and  the  premises  are  now  satisfactory, 


The  slaughterhouse  at  Pool  was  brought  intb  use  in  April,  and 
about  20  sheep  are  slaughtered  there  each  week.  The  premises  are 
kept  iii  a  clean  and  satisfactory  condition,  and  apart  from  the  very 
inconvenient  times  at  which  slaughtering  is  carried  on,  I  have  no 
complaint  to  make. 

The  slaughterhouses  at  Langbar  and  Norwood  are  regularly 
inspected,  and  have  always  been  found  to  be  in  a  clean  and  satis¬ 
factory  condition. 

In  several  instances  notices  are  received  of  the  slaughter  of 
animals  on  farms,  and  whenever  possible  inspection  is  carried  out. 

The  total  number  of  inspections  made  during  the  year  is  167. 

Five  cases  of  anthrax  have  been  notified ,  and  these  have  been 
dealt  with  under  the  Contagious  Disease  of  Animals  Act. 

In  five  instances  it  has  been  necessary  to  seize  carcases  or 
parts  of  carcases,  and  they  are  as  follows  : — 

Reason  for 


Township. 
Bramhope  .. 
Bramhope  .. 
Bramhope  . . 
Bramhope  . . 
Bramhope  . . 


Amount  Destroyed. 

Whole  carcase  (pig)  . 

Part  of  carcase  (66  lb.)  . 

Part  of  carcase  > 

Part  of  carcase  )  (-89  lb.,  . 

Part  of  carcase  (370  lb.)  . 

WATER  MAIN  EXTENSIONS,  etc. 


Destruction. 
Swine  Fever. 
Tuberculosis. 

Tuberculosis. 

Tuberculosis. 


During  the  year  the  following  extensions  to  water  mains  have 
been  carried  out  :  — 

518  yards 
557  yards 


w 


ater 

upon 


Arthington 
Bramhope 
Leathley 
Norwood 
Norwood 

Twenty  samples  of 
examination,  the  reports 
Parish. 

Denton  : — 

Stand  Pipe  in  Village  . 

Vicarage  . 

Yarnett  House  Farm  . 
Springs  near  Yarnett 

Farm  . 

Nesfield  . 

Clifton  . 

Clifton  . . . 


4  in. 
4  in. 
3  in. 


1,100  yards 
200  yards 
260  yards 
have  been  taken 
which  are  as  follows 
Number. 


f  in. 

k  in. 

for 


main 

main 

main 

main 

main 

bacteriological 


Result. 


House 


1  Unsatisfactory 

1  Satisfactory 

3  Unsatisfactory 

3  Unsatisfactory 

3  1 J  nsatisfactory 

8  l  J  nsatisfactory 

1  Satisfactory 


In  addition  seven  samples  of  water  have  been  taken  for  chemical 
analysis,  the  results  of  which  are  as  follows  : — 

Parish.  Number.  Result. 

Denton  (Yarnett  House  Farm)  2  Unsatisfactory 

Denton  (Springs)  .  3  Fairly  satisfactory 

Nesfield  .  1  Satisfactory 

Norwood  (Leeds  supply)  .  1  Satisfactory 

Nonvood  (from  lead  pump)  ...  1  Unsatisfactory 

With  reference  to  the  unsatisfactory  supply  of  water  serving 
the  stand  pipe  at  Denton,  this  has  now  been  cut  off,  and  the 
cottage  which  previously  received  water  from  this  source  has  been 
connected  to  the  Otley  main. 

At  Yarnett  House  Farm  several  works  have  recently  been  carried 
out  to  try  and  prevent  pollution,  and  it  is  hoped  they  will  have 
the  desired  effect. 

Samples  were  taken  from  the  springs  to  try  to  find  an  alter¬ 
native  supply  for  Yarnett  House  Farm,  but  as  these  were  shown 


to  be  unsatisfactory,  the  water  will  not  be  used. 

At  Nesfield,  although  efforts  have  on  several  occasions  been 
made  to  purify  the  supply,  the  water  is  still  unsatisfactory,  and  a 
scheme  has  been  prepared  and'  approved  whereby  the  village  can 
obtain  water  from  the  Ilkley  mains. 

The  water  to  the  village  of  Clifton  is  obtained  from  three 
sources,  viz.,  a  privately-owned  reservoir,  the  village  pump,  and 
the  pump  at  the  Roebuck  Inn. 

In  order  to  purify  the  water  from  the  reservoir,  two  polluted 
sources  have  been  cut  off,  and  now  the  only  source  of  supply  is 
the  satisfactory  one  shown  above.  Work  is  at  present  being  carried 
out  at  the  filter,  and  it  is  hoped  that  when  this  is  completed  the 
water  will  be  suitable  for  domestic  purposes. 

It  is  thought  the  pollution  of  the  supply  to  the  village  pump 
is  caused  by  liquid  manure,  and  steps  are  being  taken  to  remedy 
the  matter,  after  which  further  samples  will  be  taken. 

With  regard  to  the  supply  to  the  Roebuck  Pump,  the  pollution 
may  be  due  to  the  close  proximity  of  privy  middens,  and  it  is 
hoped  that  work  will  soon  be  carried  out  to  these  conveniences, 
after  which  a  further  sample  will  be  taken. 

At  Norwood  the  supply  from  the  lead  pump,  which,  upon 
chemical  analysis,  was  shown  to  be  unsatisfactory,  has  been  cut 
off. 

Apart  from  a  temporary  shortage  at  Askwith,  due  to  the  opening 
of  a  by-pass  valve  on  the  main  of  the  Otley  Council,  in  Weston 
Wood,  which  prevented  the  storage  tank  from  filling,  the  whole  of 
the  district  has  had  an  adequate  supply  of  water  throughout  the 
year,  and  it  is  hoped  that  all  polluted  sources  will  soon  either  be 
discontinued  or  purified. 

SEWER  EXTENSIONS. 

During  the  year  the  following  sewer  extensions  have  been 


carried  out  : — 

Dram  h  o  pe  : — 

Hall  Drive  and  Staircase  Lane  .  885  yards  6  in.  pipes 

Wynmore  Avenue  .  95  yards  9  in.  pipes 

Old  Lane  .  28  yards  6  in.  pipes 

The  Rowans  .  233  yards  6  in.  pipes 

Pool 

Arthington  Lane  .  39  yards  6  in.  pipes 

SEWERS  RE-LAID. 

Kings  Road,  Bramhope  .  60  yards  6  in.  pipes 

East  gate,  Bramhope  .  12  yards  6  in.  pipes 

Pool  Sewage  Works  .  12  yards  9  in.  pipes 


MILK  AND  DAIRIES  ORDER,  1926. 

Alterations  and  Additions,  etc. 

During  the  year  I  have  made  305  inspections  of  registered 
farms,  several  of  which  have  been  carried  out  along  with  the  County 
Veterinary  Officer. 

The  number  of  "  Accredited  ”  producers  in  the  area  has 
increased  during  the  year  from  37  to  41,  and  the  number  of 
“  Tuberculin  Tested  "  producers  has  decreased  from  3  to  2. 

Samples  of  milk  are  periodically  taken  from  these  premises  to 
see  if  they  pass  the  prescribed  tests,  and  it  is  pleasing  to  report 
that  in  most  instances  the  samples  have  been  found  to  be  satis¬ 
factory. 

The  following  premises  have  been  repaired  and  altered  during 
the  year,  some  of  which  have  been  carried  out  in  accordance  with 


the  specifications  of  the  County  Council  under  the  "  Accredited 
Milk  Scheme,  and  some  in  accordance  with  my  instructions  and 
after  service  of  notice. 

Hewland  House  Farm,  Arthington.  The  whole  of  the  yard 
surface  has  been  pitched  with  cobblestones  and  surfaced  with  tarred 
macadam . 

Bunny  Hall  Farm,  Bramhope.  These  premises,  which  were 
used  previously  as  a  stock  rearing  farm,  have  been  reconstructed 
and  repaired  in  order  that  they  could  be  used  for  milk  production  ; 
a  new  cooling  house  and  dairy  have  been  provided. 

Wharfedale  Villa  Farm,  Castley.  This  farm  is  again  being  used 
for  the  production  of  milk,  and'  the  floors  and  stands  of  an  addi¬ 
tional  small  mistal  have  been  repaired,  more  light  and  ventilation 
provided,  and  the  walls  rendered  in  cement. 

Castley  Hall  Farm,  Castley.  A  suitable  concrete  milk  cooling 
and  sterilising  room  has  been  built. 

Manor  Farm,  Castley.  A  concrete  milk  cooling  and  sterilising 
room  has  also  been  provided  at  this  farm,  and  the  existing  food 
store  has  been  adapted  to  house  six  head  of  cattle. 

Bank  House  Farm,  Castley.  These  premises  have  not  previously 
been  used  for  the  production  of  milk,  and  in  order  to  make  the 
mistal  comply  with  the  requirements  of  the  Milk  and  Dairies  Order, 
the  floor  has  been  relaid  in  concrete,  new  concrete  stands  have 
been  provided,  and  additional  ventilators  fixed.  In  addition,  a 
suitable  cooling  house  has  been  constructed  at  one  end  of  the  mistal. 

Novia  Farm,  Carlton.  A  new  concrete  floor  has  been  laid  in 
the  mistal,  and  the  walls  have  been  rendered  in  cement  4  ft.  6  in. 
high. 

West  Hall  Farm,  Nesfield.  A  new  6  in.  filtration  drain,  100 
yards  in  length,  has  been  laid  to  carry  away  the  liquid  manure 
from  these  two  farms,  which  previously  was  found  to  be  causing 
pollution  of  the  River  Wharfe. 

Scow  Cottage  Farm,  Norwood.  The  interior  of  the  old  stock 
house  has  been  removed,  a  new  concrete  floor  laid,  stand  divisions 
fixed,  walls  rendered  in  cement,  additional  windows  and  ventilators 
provided,  new  ceiling  principals,  joists  and  floor  boards  fixed  and 
the  drains  re-laid. 

Maud  Lane  Farm,  Norwood.  The  interior  of  the  cowshed  has 
been  removed,  a  new  concrete  floor  laid,  the  walls  rendered  in 
cement,  new  concrete  stand  divisions  and  feeding  troughs  provided, 
new  windows  and  ventilators  fixed,  and  the  drains  re-laid. 

Watson  Lane  Farm,  Fewston.  The  premises  which  formerly 
were  used  as  a  stable  have  been  converted  into  a  suitable  place  for 
the  housing  of  dairy  cattle.  The  floor  has  been  re-laid  in  cement 
concrete,  new  stand  divisions  fixed,  additional  light  and  ventilation 
provided,  the  walls  rendered  in  cement,  and  a  new  boarded  ceiling 
fixed. 

Park  Farm,  Pool.  The  floors  of  the  mistal  have  been  re-laid, 
a  4\  in.  wall  built  at  the  rear  of  the  cattle,  and  the  walls  rendered 
in  cement  4  ft.  6  in.  high.  In  the  dairy  a  new  wall  has  been  built 
to  divide  the  premises  from  the  boilerhouse,  additional  windows  and 
ventilators  have  also  been  fixed  and  the  floor  laid  in  cement  concrete. 

Beck  Bottom  Farm,  Stainbum.  One  mistal  floor  has  been 
re-laid  in  concrete,  the  walls  rendered  in  cement,  concrete  stand 
divisions  and  feeding  troughs  provided,  and  additional  ventilators 
fixed. 

The  interior  of  another  mistal  has  been  taken  out,  the  ceiling 
raised,  the  floor  concreted,  new  concrete  stand  divisions  and  feeding 
troughs  provided,  and  new  additional  windows  and  ventilators  fixed. 


The  building  previously  used  as  a  calf-rearing  shed  has  beeli 
converted  into  a  cooling  and  sterilising  room,  the  floor  of  which 
has  been  re-laid  in  concrete,  the  walls  rendered  in  cement,  and 
roof  lights  and  ventilators  fixed. 

Extensive  repairs  have  also  been  carried  out  tO'  the  farm 
dwelling,  and  in  addition  a  bath  and  hot  water  system  have  been 
installed. 

Covey  Hall  Farm,  Weston.  The  premises  which  formerly  were 
used  as  a  stable  have  been  converted  into  a  mistal  to  house  six 
head  of  cattle.  The  floors  have  been  re-laid,  additional  light  and 
ventilation  provided,  and  the  walls  rendered  in  cement. 

In  order  to  comply  with  the  requirements  for  the  production 
of  “  Accredited  Milk,”  a  new  stone-built  dairy  has  been  erected. 

Croft  Farm,  Bramhope.  A  disused  stable  has  been  converted 
into  a  cooling  house,  the  floor  of  which  has  been  concreted,  the 
walls  rendered  in  cement,  the  roof  underdrawn  with  match  boarding 
and  additional  light  and  ventilation  provided.  A  concrete  path 
has  also  been  laid  from  the  dwelling  to  the  dairy. 

Mount  Pleasant  Farm,  Farnley.  New  concrete  floors  have 
been  laid,  the  mistal  walls  cemented  and  stand  s  repaired. 

Trees  House  Farm,  Norwood.  A  new  cooling  house  has  been 
erected,  the  inper  walls  of  which  are  rendered  in  cement,  and  the 
floor  laid  in  concrete. 

The  following  table  shows  the  number  of  cows  kept  and  the 
samples  of  milk  taken  in  the  whole  of  the  Council's  area  : — 


District. 

* 

No.  of 

Cows. 

Samples. 

In  Milkb 

Dry. 

Heifers. 

Total. 

Arthington 

224 

36 

50 

310 

10 

Askwith 

Blubber- 

214 

58 

75 

347 

18 

houses 

104 

28 

42 

174 

7 

Bramhope  ... 

202 

36 

25 

263 

10 

Carlton 

168 

84 

57 

259 

— 

Castley 

Clifton-w 

187 

35 

27 

249 

7 

Norwood 

152 

26 

121 

299 

- 

1  Denton 

192 

44 

49 

285 

3 

Farnley 

271 

44 

41 

356 

13 

Fewston 

69 

15 

40 

124 

- 

Leathley 

286 

84 

38 

408 

3 

Lindley 

79 

18 

31 

128 

3 

Middleton  . . . 

'  Nesfield-w- 

35 

21 

14 

70 

Langbar 

New  a  11 -w- 

118 

18 

20 

156 

6 

Clifton  ... 

70 

30 

17 

117 

5 

Pool 

96 

24 

5 

125 

27 

Stainburn  . . . 

310 

64 

109 

483 

16 

Timble 

53 

5 

77 

135 

— 

Weston 

168 

45 

88 

301 

5 

Total 

2998 

665 

926 

4589 

133 

PETROLEUM  ACTS. 

The  number  of  Petroleum  Licences  granted  is  19,  which  is  a 
decrease  of  7  on  the  previous  year  ;  this  is  accounted  for  by  the 
transfer,  during  1937,  of  certain  parts  of  the  area  to  other  districts. 

The  amount  of  petroleum  stored  has  consequently  decreased, 
and  the  quantity  now  kept  is  36,700  gallons,  as  compared  with 
63,600  gallons  in  1937. 

The  number  of  Carbide  Licences  granted  has  decreased  from 
2  to  1,  and  the  quantity  kept  is  1,120  lbs.,  as  compared  with 
1,456  lbs.  in  1937. 

All  the  premises  have  been  visited  during  the  year,  and  in 
accordance  with  the  Home  Office  Circular,  Licences  are  now  endorsed 
to  the  effect  that  on  discontinuing  the  use  of  tanks,  precautions 
must  be  taken  to  prevent  any  danger  from  explosion. 

INFECTIOUS  DISEASES. 

The  following  notifications  have  been  received  during  the 

year  : —  _  . 

Scarlet  Fever  .  19  Admitted  to  Hospital  10 

Diphtheria  .  3  Admitted  to  Hospital  3 

Pneumonia  .  2 

Tuberculosis  (all  forms)  ...  11 

As  in  previous  years,  the  premises  and  bedding  in  all  infectious 
cases  have  been  fumigated,  and  altogether  15  disinfections  have 
been  carried  out. 

The  following  disinfections  have  been  carried  out  by  request  : — 
Leathley — After  death  of  person  suffering  from  cancer. 
Bramhope — After  contact  of  person  from  Leeds  Area  found 
to  be  suffering  from  diphtheria. 

Owing  to  an  outbreak  of  ringworm  at  the  Bramhope 
Orphanage  in  June,  all  the  hats  of  the  children  were  fumigated. 

There  has  not  been  any  epidemic  during  the  year,  and  the 
number  of  infectious  cases  is  very  low. 

It  has  not  been  necessary  to  close  any  schools  on  account  of 

illness. 


NUISANCES  ABATED. 


Privies  abolished 


W.C’s  provided  in  lieu  of  privy  middens  . 

Additional  W.C’s  provided  to  existing  property  . 

W.C’s  provided  to  new  property  . 

Dustbins  provided  to  new  property  . 

Dustbins  provided  in  lieu  of  privy  middens  and  defective 

ashpits  . . 

Sanitary  Conveniences  repaired  . 

New  doors  provided  to  sanitary  conveniences  . 

Pails  provided  in  lieu  of  defective  sanitary  conveniences  ... 

Defective  sewers  repaired  . . 

Obstructions  removed  from  sewers  . 


Defective  sewers  re-laid  : — 
Kings  Road,  Bramhope 

Eastgate,  Bramhope  .. 


60  yards  6  in. 
12  yards  6  in. 


22 

22 

6 

58 

54 

19 

1 

6 

1 

2 


5 


pipes 

pipes 


Pool  Sewage  Works  .  12  yards  9  in.  pipes 

Defective  drains  re-laid  or  repaired  .  8 

Obstructions  removed  from  drains  .  1 

House  drains  connected  to  sewer  which  previously  discharged 

into  septic  tanks  .  8 

House  drains  connected  to  sewer  which  previously  discharged 

into  inadequate  small  works  .  2 

House  drains  connected  to  sewer  which  previously  discharged 

on  to  surface  of  land  .  6 

Sewage  works  repaired  or  cleaned  . . .  2 

Nuisances  caused  by  overflowing  septic  tanks  .  1 

Septic  tanks  provided  to  treat  sewage  effluent  .  1 

Septic  tanks  cleaned  out  .  1 

Septic  tanks  abolished  .  5 

Additional  manholes  provided  on  sewers  .  1 

New  manhole  covers  provided  on  existing  sewers  .  4 

Anti-flooding  traps  fixed  on  existing  sewers  .  1 

Nuisances  caused  by  pollution  of  streams  with  sewage  .  4 

Nuisances  caused  by  discharge  of  sewage  on  to  land  .  2 

Clinker  trenches  provided  to  treat  sewage  effluent  .  1 

Land  tiles,  drains,  etc.,  laid  to  abate  nuisances  caused  by 

discharge  on  to  land  of  excess  surface  water  .  4 

Nuisances  caused  by  accumulation  of  manure  .  3 

Sheep  lair  concreted  to  abate  nuisance  .  1 

Nuisances  caused  by  keeping  of  pigs  in  unsuitable  premises  ...  1 

Dangerous  buildings  repaired  .  1 

Houses  provided  with  fresh  supply  of  water  as  a  result  of 

previous  supply  being  inadequate  or  polluted  .  3 

Water  wells  repaired  to  prevent  pollution  of  water  .  2 

Internal  house  walls  replastered  or  repaired  .  5 

External  house  waifs  repointed  or  repaired  .  11 

House  and  bedroom  ceilings  replastered  or  repaired  .  4 

House  and  bedroom  floors  repaired  or  re-laid  .  5 

Roofs  repaired  .  2 

Defective  eaves  troughs  repaired  or  renewed  .  5 

Chimney  stacks  repaired,  repointed  or  reflashed  .  2 

Rain  water  pipes  repaired  or  renewed  .  2 

Soil  pipes  renewed  or  repaired  .  1 

Defective  gullies  repaired  .  1 

Inside  gullies  cemented  up  .  4 

Rooms  provided  with  additional  light  and  ventilation  .  1 

House  windows  and  frames  repaired  .  4 

Washing  coppers  repaired  or  renewed  .  2 

Defective  sinks  repaired  or  renewed  .  1 

Defective  cooking  ranges  and  firegrates  repaired  or  renewed  4 
House '  paths  or  yards  repaired  or  resurfaced  .  5 

NOTICES  SERVED. 

Public  Health  Acts. 

Notices  under  Sections  15  and  16  (1936)  .  2 

Notices  under  Section  93  (1936)  .  6 

Notices  under  Section  44  (1936)  . . . . .  § 


Notices  under  Section  75  (1936)  b 

Notices  under  Section  45  (1936)  3 

Notices  under  Section  56  (1)  (1936)  .  3 

Notices  under  Sections  79  and  276  (1936)  . 1 

Preliminary  Notices  .  35 

Letters  .  67 

Housing  Acts. 

Notices  under  Section  9  (1936)  .  11 

Notices  under  Section  11  (1936)  . .  8 

Notices  under  Section  157  (1936)  .  8 

Notices  under  Section  6  (2)  (1935)  .  1 

Notices  under  Section  12  (b)  (1935)  .  1 

Preliminary  Notices  and  Letters  .  15 

Milk  and  Dairies  Order. 

Notices  to  provide  windows,  concrete  channels,  etc.  ...  6 

Notice  of  Breach  of  Regulations  .  8 

Preliminary  Notices  re  Limewashing  .  217 

Letters,  etc .  24 

Rats  and  Mice  Destruction  Act,  1919. 

Notices  under  Section  1  .  257 


INSPECTIONS. 

Slaughterhouse  Inspections  . 

Drain  and  Sewer  Inspections  _ 

Farm  Inspections  . . . 

Factory  Inspections  . 

Inspections — Housing  Acts  . 

Inspections — Public  Health  Acts 

Houses  Disinfected  . 

Schools  Disinfected  . 

During  the  year  which  has  just  closed  much  time  has  been 
spent  on  work  in  connection  with  Air  Raid  Precautions. 

It  is  not  necessary  for  me  to  dwell  on  the  very  anxious  time 
through  which  this  country  has  passed  ;  it  caused,  and  is  still 
causing,  a  considerable  amount  of  work,  and  it  is  impossible  to 
tell  how  long  this  period  of  unrest  will  continue. 

I  have  little  doubt  that  these  very  unsettled  conditions  have 
been  responsible  for  slowing  down  the  progress  of  building  in  the 
district,  and  I  am  sure  that  as  soon  as  these  feelings  of  uncertainty 
are  passed,  building  will  proceed  more  rapidly,  not  only  at 
Arthington  and  Bramhope,  but  also  in  other  parts  of  our  area, 
which  is  both  healthy  and  attractive. 

I  desire  again  to  express  my  thanks  to  the  Chairman  and 
Members  of  the  Council,  to  Mr.  Wade  (our  Clerk),  Mr.  Light  (our 
Assistant  Clerk),  Dr.  Wolfe  (our  Medical  Officer  of  Health),  and 
other  members  of  the  Staff. 

I  am,  your  obedient  servant, 

A.  ASHWORTH,  Cert.  R.S.I.,  M.S.I.A, 


167 

299 

305 

34 

145 

334 

15 
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